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ACTION HUD-02 

INFO OCT-OI EUR-25 ISO-00 EB-II FEAE-00 RSC-OI DRC-OI 

CIAE-00 PM-07 INR-II L-03 ACDA-I9 NSAE-00 PA-04 

PRS-OI SP-03 USIA-15 TRSE-00 SAJ-OI EPA-04 SCI-06 

COME-00 SS-20 NSC-07 HEW-08 DOTE-00 INT-08 CEQ-02 

DODE-00 AID-20 /I80W 

080834 

R 15I535Z AUG74 
FM AMEMBASSY BONN 
TO SECSTATE WASHDC 4428 
INFO USMISSION NATO BRUSSELS 

UNCLAS BONN 12907 

DEPT PLEASE PASS HUD FOR LEIGHTON 

E. O. 1 1652: N/A 

TAGS: ENRG, SENV, TECH, NATO, GW 

SUBJECT: CCMS: ENERGY CONSERVATION PROJECT (MODULAR 
INTEGRATED UTILITY AND TOTAL ENERGY SYSTEMS) 

REE: (A) BONN 12203, (B) STATE 155446 

1. EMBOEF SPOKE TO DR. ZIEGLER AFTER LATTER'S RETURN 
FROM VACATION (FRG TECH MIN) RE INFORMATION REQUESTED 
PARAS I AND 2 REFTEL B, NAMELY, ASSESSMENT LEVEL OF 
KNOWLEDGE AND RESEARCH AS RELATED TO OUTLINE OF 
PROPOSED PROJECT (PARA 6, REFTEL B). 

2. ZIEGLER SAID THAT TO HIS KNOWLEDGE AT PRESENT NO 
EXTANT PROJECT IN TOTAL ENERGY SYSTEMS IN FRG. HOWEVER, 
THESE CONCEPTS HAVE BEEN DISCUSSED AMONG DR. SCHAEFER, 
DR. STOY AND DR. SUTTER (SEE PARA 2, REFTEL B). FOR A 

MORE COMPLETE ANSWER, ZIEGLER SUGGESTED EMBOEF TALK TO 
DR. KLEIN UPON HIS RETURN AUGUST 19. 
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3. AS TO EMBASSY'S ASSESSMENT OF PROBLEMS IN MOVING 
SUBJECT PROJECT WITH ERG, THERE IS AT PRESENT NO 
INDICATION THAT ERG WIT T. ALTER DECISION TO PLAY ONLY A 
LIMITED ROLE IN ENERGY CONSERVATION PILOT STUDY. 

HILLENBRAND 
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Copy: SINGLE 
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Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
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Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974BONN12907 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740224-1086 
From: BONN 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 
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Line Count: 66 
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Original Classification: UNCLASSIFIED 
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Review Comment: n/a 
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